To:  Christner,  Jan[Jan. Christner@WestonSolutions.com] 

Cc:  Way,  Steven[way. steven@epa.gov] 

From:  McComb,  Martin 

Sent:  Wed  11/18/2015  8:30:25  PM 

Subject:  RE:  Flow  Data 


This  will  be  more  than  enough.  Thank  you  very  much. 


M 


From:  Christner,  Jan  [mailto:Jan.Christner@WestonSolutions.com] 

Sent:  Wednesday,  November  18,  2015  12:59  PM 

To:  McComb,  Martin 

Cc:  Way,  Steven 

Subject:  RE:  Flow  Data 


The  flow  data  is  in  the  Monitoring  Data  with  location  CC06.  Data  goes  through  10/15/2015, 
after  that  the  water  went  into  the  pipe.  We  can  get  an  estimate  of  recent  flow  from  Alexco,  the 
water  treatment  plant  folks,  if  needed  but  it  would  just  be  an  estimate  because  the  water  flows 
through  the  Gladstone  ponds  before  going  into  their  plant. 


I have  the  data  in  an  Excel  spreadsheet  if  that’s  easier.  The  average  flow  from  8/1 1 to  10/15  was 
571  gpm.  Let  me  know  if  I can  help  further. 


Jan 
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From:  McComb,  Martin  fmailto:McComb.Martin@epa.qov1 

Sent:  Wednesday,  November  18,  2015  1 1 :58  AM 
To:  Christner,  Jan 
Cc:  Way,  Steven 
Subject:  Flow  Data 


Hi  Jan, 


I hope  you  are  well.  Do  you  know  where  one  can  find  the  flow  data  from  the  Gold  King  adit?  Is 
it  in  a particular  Scribe  project? 


Thanks,  M 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 


1792312 


ED  000792  00006127-00002 


